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PART III 
Factories and Boilers Department 


NOTIFICATION 


No. T2/ 1959/2016 /F & B . 23rd September 2017. 

It is hereby notified for the information of public 
that the Second Class Boiler Attendants Competency 
Examination - 2017 that has been earlier decided and 
notified to be held on 10th , 11th and 12th October 2017 
(Oral and Practical Examination ) has now been postponed 
and rescheduled to 19th , 20th and 21st October 2017 at 
the same venue due to inevitable reasons. There is no 
change in other exam schedules notified earlier. 


Surakasha Bhavan , 
Office of the 
Director of 
Factories and Boilers, 
Thiruvananthapuram 


( Sd .) 
Director of Factories & 

Boilers & Chairman 
Board of Examination . 
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